While acting in  a  good faith belief as  to  the direction of air flow
he observed,  the  inspector relied upon a method of determining air flow
that was not reasonably  reliable in the mine atmosphere existing  in this
case.

CONCLUSIONS QF LAW

1.     The Commission has   jurisdiction over the parties and subject
matter of this  proceeding.

2.     The Secretary did not meet his burden of proving the violations
charged in the citation/withdrawal order.

ORDER
WHEREFORE IT IS ORDERED that this proceeding is DISMISSED.

WILLIAM FAUVER,  JUDGE
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